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Radiation Combats Absenteeism, Ultra Violet — By G. O. VAN 
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Raw Material, Stocking and Handling — By J. T. THOMAS, 
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1944, Page PM 23. 

Reclaiming Raw Materials, Bedding and — By A. J. BOYN- 
TON, January, 1944, Page 66. 

Recording Alarm Systems, Automatic— By M. B. ANTRIM, 
September, 1944, Page 78. 

Relaying of Electrical Distribution Systems in Steel Mills — By 
L. L. FOUNTAIN, April, 1944, Page 61. 

Repairs, Chain and Chain — By F. W. SHAW, March, 1944, 
Page 44. 

Republic Builds for D. P. C. — By T. J. ESS, October, 1944, 
Page R-1. 

Republic, Cleveland, DPC Blast Furnace at— March, 1944, 
Page 85. 

Rings, Spiral Grooving for Commutator and Collector — By W. B. 
FERGUSON, September, 1944, Page 104. 

Robots and the Manpower Situation — By F. MOHLER, Febru- 
ary, 1944, Page 47. 

Rod Mills, Main Roll Drives for Merchant-Bar and — By W. B. 
SNYDER, November, 1944, Page 48. 

Roll Manufacture and Application, Cast Steel — By F. H. ALLI- 
SON, November, 1944, Page 59. 

Roll Neck Bearings, Water and Composition — By J. P. QUEEN- 
EY, December, 1944, Page 83. 

Rolled Steel, Shearing Flat — By F. E. FLYNN and D. A. Mac- 
ARTHUR, December, 1944, Page 41. 

Rolling Alloy Steels at Atlas Steels, Limited — By C. P. HAM- 
MOND, November, 1944, Page 66. 

Rolling in the Bar Mill, Heating and — By J. L. MCHUGH, 
November, 1944, Page 44. 

Rolling in the Strip Mill, Effects of Heating and — By W. H. 
RICHEY, October, 1944, Page 42. 


IRON AND STEEL ENGINEER, DECEMBER, 1944 


Rolling of Semi-Finished Steel, The — By ROSS E. BEYNON, 
August, 1944, Page 37. 

Rolling on Blooms, Billets and Bars, Effects of Heating and — By 
ROBERT SERGESON, October, 1944, Page 35. 

Rolling Practice, Plate— By LOUIS BUNTING and T. T. 
WATSON, April, 1944, Page PM 48. 

Rolls, Bloom and Billet Mills and Their — By F. C. T. DANIELS 
and D. L. EYNON, May, 1944, Page 79. 

Rolls, Observations on Plate Mill — By LOUIS MOSES, April, 
1944, Page PM 54. 

Runout Tables, Improved Control for— By B. STARIE, July, 
1944, Page 73. 


S 


Safe Maintenance for High Voltage Systems — By L. V. BLACK, 
September, 1944, Page 80. 

Safety into a Steel Plant, Building — By H. J. GRIFFITH, 
March, 1944, Page 40. 

Safety Program in the Steel Plant, Developing a Practical — By 
A. H. FOSDICK, June, 1944, Page 57. 

Semi-Finished Steel, The Rolling of — By ROSS E. BEYNON, 
August, 1944, Page 37. 

Shearing Flat Rolled Steel — By F. E. FLYNN and D. A. Mac- 
ARTHUR, December, 1944, Page 41. 

Sheave Wheels, A. I. S. E. Standard Designs for Crane — By F. W. 
CRAMER, August, 1944, Page 76. 

Some Items Affecting the Cost of Cranes — By W. C. HEINLE, 
July, 1944, Page 58. 

Some Items of Electrical Maintenance — By F. O. SCHNURE, 
September, 1944, Page 77. 

Some Observations on Plate Mills — By W. A. WHITE, January, 
1944, Page 29. 

Some Problems of Electrical Maintenance — By H. L. COE, 
September, 1944, Page 56. 

Speed Control and Braking for A-c Cranes — By E. J. POSSELT, 
May, 1944, Page 62. 

Spiral Grooving for Commutator and Collector Rings — By W. B. 
FERGUSON, September, 1944, Page 104. 

Sponge Iron — Its Possibilities and Limitations — By C. F. RAM- 
SEYER, July, 1944, Page 35. 

Starters in Steel Mills, How to Maintain Motor — By W. J. 
WOHLGEMUTH and L. E. MARKLE, September, 1944, 
Page 108. 

Starting Currents and Distribution of Loads in Bridge Drive 
Motors — By E. J. POSSELT, July, 1944, Page 60. 

Steel, Cartridge Case — By LT. R. E. L. STANFORD, February, 
1944, Page 31. 

Steel for Protection and Appearance, Electroplating — By M. B. 
DIGGIN, February, 1944, Page 43. 

Steel Mill Bearings, Developments in — By H. L. SMITH, June, 
1944, Page 64. 

Steel Mills, How to Maintain Motor Starters in— By W. J. 
WOHLGEMUTH and L. E. MARKLE, September, 1944, 
Page 108. 

Steel Plant, Developing a Practical Safety Program in the — By 
A. H. FOSDICK, June, 1944, Page 57. 

Steel Plant Instruments and Control, Maintenance of — By W. J. 
McGREGOR, September, 1944, Page 54. 

Steel Plant Maintenance— By A. G. HENRY, September, 
1944, Page 43. 

Steel Products, Demagnetizing — By G.O. VAN ARTSDALEN, 
September, 1944, Page 78. 

Steel Roll Manufacture and Application, Cast — By F. H. ALLI- 
SON, November, 1944, Page 59. 

Steel, Shearing Flat Rolled — By F. E. FLYNN and D. A. Mac- 
ARTHUR, December, 1944, Page 41. 

Steel, The Rolling of Semi-Finished — By ROSS E. BEYNON, 
August, 1944, Page 37. 

Stiffeners, The Use of Lateral — By E. H. WINDOLPH, July, 
1944, Page 54. 

Stocking and Handling Raw Material — By J. T. THOMAS, 
September, 1944, Page 67. 

Straightening, Bar and Tube— By WALTER SIEGERIST, 
June, 1944, Page 35. 

Strip, Continuous Electroplating of Steel — By D. A. SW ALHEIM, 
August, 1944, Page 55. 

Strip Mill, Effects of Heating and Rolling in the — By W. H. 
RICHEY, October, 1944, Page 42. 

Supervisory Control for Industrial Plant Power— By W. A. 
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141 











Lubricate Ball and 
Roller Bearings 


—As Makers Recommend 


Use NON-FLUID OIL — that’s 
the advice of leading makers, 
MOST of whom use NON-FLUID 
OIL for initial packing of ball 
and roller bearings, proof that 
NON-FLUID OIL safeguards 


against bearing failures. 


NON-FLUID OIL ~ outlasts 
grease and lubricates dependably 
all year ‘round. This assures 


most satisfactory service at low- 


est maintenance cost. 


Used successfully in leading 
iron and steel mills. Send for 


instructive bulletins. 


*Names on request. 


New York & New Jersey Lubricant Co. 


‘Main Office: 292 Madison Ave., New York17,N. Y. 


WAREHOUSES: 
Chicago, til. Atlanta, Ga. 
St. Louis, Mo. Detroit, Mich. 
Providence, R. |. Charlotte, N. C. Greenville, S. C. 







TRADE MARK REGISTERED 


NON- OIL 


W US PAT OFFICEA 
Modern Steel Mill Lubricant 


Better lubrication at Less Cost per Month 
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Temperature Control on a Continuous Furnace, Three-Zoned — 
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Three-Zoned Temperature Control on a Continuous Furnace — By 
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Voltage Systems, Safe Maintenance For High — By L. V. BLACK, 
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Water and Composition Roll Neck Bearings—By J. P. 
QUEENEY, December, 1944, Page 83. 

Weirton’s High-Pressure Station, beedintew Treatment at — By 
J. H. STRASSBURGER, April, 1944, Page 51. 

Welding — Fact and Fable, Ferrous Electric — By D. BRUCE 
JOHNSTON, June, 1944, Page 45. 

Wheels, A. I. S. E. Standard Designs for Crane Sheave — By F. W. 
CRAMER, August, 1944, Page 76. 

Wire Blocks, A-c and D-c Drives for Draw Benches and — By 
R. A. GEUDER, May, 1944, Page 47. 

1943, Developments in the Iron and Steel Industry During — By 
W.H. BURR, January, 1944, Page 79. 
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A. ). S. €. District Section Meetings 


* 


BIRMINGHAM -- Monday, January 29, 1945 


‘Aluminum During the War and After,’”’ by Dr. Paul V. Faragher, Metal Products 
Specification Department, Aluminum Company of America, Pittsburgh, Pennsylvania. 


BUFFALO -- Tuesday, January 16, 1945 


‘Rectifiers in the Steel Industry,’”’ by F. Mohler, Industrial Engineering Division, 
General Electric Company, Schenectady, New York. 


CHICAGO -- Wednesday, January 3, 1945 


“Electric Gauges — Their Operation and Applications,” by H. P. Kuehni, Engineer, 
General Electric Company, Schenectady, New York. 


CLEVELAND -- Monday, January 15, 1945 
YOUNGSTOWN -- Tuesday, January 16, 1945 


“Rotating Regulating Systems,’’ by A. W. Kimball, Design Engineer, Motor Equip- 
ment Division, Westinghouse Electric and Manufacturing Company, East Pittsburgh, 


Pennsylvania. 


DETROIT -- Tuesday, January 9, 1945 


‘Process Control in the Production of Low Carbon Sulphur Steel,’’ by George Ferris, 
Openhearth Control Metallurgist, Ford Motor Company, Dearborn, Michigan. 


PHILADELPHIA -- Saturday, January 6, 1945 
‘Imagineering in Switchgear,’’ by D. I. Bohn, Electrical Engineer, Aluminum Company 


of America, Pittsburgh, Pennsylvania. 


‘“‘Advantages Gained by Rectifier Installation at Alan Wood Steel Company,” by 
A. D. Howry, Plant Electrical Engineer, Alan Wood Steel Company, Conshohocken, 


Pennsylvania. 


PITTSBURGH -- Monday, January 8, 1945 


“Overload Protection for D-c Mill Type Auxiliary Motors,’”’ by B. Starie, General 
Electric Company, Schenectady, New York. 


‘“‘Developments in Switchgear Engineering during the War Period,’’ by M. H. Hobbs, 
Manager, Switchgear and Control Engineering, Westinghouse Electric and Manu- 
facturing Company, East Pittsburgh, Pennsylvania. 
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